Norristown is located on Schuylkill River C 
seventeen miles northwest from Philadelphia, t 
It is headquarters for the Valley Forge State °. 
Park, which is seven miles to the southwest. < 
Norristown was laid out by the University of ^ 
Pennsylvania and named "Town of Norris" 
after its original owner. ^ 
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